ITEM # 
P/N 
DESCRIPTION 
QTY 
TYPE 


Bill of Materials 
*AEAC-110-2, REV. L 07/23/2020 (2021) 


0 
*AEAC-110-2, REV. L 07/23/2020 (2021) 
ANSAT Air Conditioning System 
1 
Kit 


1 
ES75202-4 
Evaporator Module Assy. 
2 
Ea. 


2 
AEAC-200-1 
Compressor/Condenser Module Assy 
1 
Ea. 


3 
20621-6-6 
Fitting, Hose 
2 
Ea. 


4 
AN816-6-2D 
Nipple 
1 
Ea. 


5 
AN816-4D 
Nipple 
2 
Ea. 


6 
AN917-1D 
Tee 
1 
Ea. 


7 
20621-4-4 
Fitting, Hose 
4 
Ea. 


8 
20621-10-10 
Fitting, Hose 
2 
Ea. 


9 
AN816-10D 
Nipple 
3 
Ea. 


10 
AN917-4D 
Tee 
1 
Ea. 


11 
10-8TRTXN-S 
Reducer Assy. 
2 
Ea. 


12 
23921-8-8 
Hose Fitting, 90 Degree 
3 
Ea. 


13 
20621-8-8 
Fitting, Hose 
1 
Ea. 


14 
AN815-8D 
Union 
2 
Ea. 


15 
285-4 
1/4" Hose 
15 
Ft. 


16 
285-6 
3/8" Hose 
4 
Ft. 


17 
285-8 
1/2" Hose 
15 
Ft. 


18 
285-10 
5/8" Hose 
4 
Ft. 


19 
CAT-12 
Duct 
8 
Ft. 


20 
BH-14 
Fire Sleeve 
15 
Ft. 


21 
ES50202-1 
Temp. Controller (w/Temperature Probe) 
1 
Ea. 


22 
CT2202-ND 
Linear Potentiometer, 1K/.25W 
1 
Ea. 


23 
170-067-125 
Circuit Breaker, 125A (Alt: 170-001-125) w/2 screws 
1 
Ea. 


24 
7271-8-20 
Breaker 
1 
Ea. 


25 
7471 
Loctite Primer 
1 
Ea. 


26 
569 
Loctite Thread Sealer 
1 
Ea. 


27 
20821-6-6 
45 Degree Flare Fitting 
1 
Ea. 
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